Gold King Mine Spill R6 

Cumulative Cost Estimates Report 

8 / 13/2015 (Pay 6) 


Funding 

Source 

EPA Cumulative 
Expended Payroll 

EPA Cumulative 
Expended Travel 

Cumulative 
Contract Costs 

TOTAL 

Cumulative Costs 
Expended 

Estimated Daily 
Burn Rate 

EPA 

$127,170.00 

$28,750.00 

$388,600.00 

$544,520.00 

$152,180.00 
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CBI/Ex. 4 



CBI/Ex. 4 



Gold King Mine Spill R6 


Daily Cost Estimates Report 


8/13/2015 (Day 6) 


Funding Source 

EPA Expended Payroll 

EPA Expended 
Travel 

Contract Costs 

TOTAL Expended 

Est. Burn Rate 

EPA 

$97,590.00 

$23,350.00 

$388,600.00 

$509,540.00 

$148,300.00 
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